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1. According to an announcement from the pharmacy of the Charits«. Hospital in 
Berlin, circulated to the different departments of the Hospital in July 
1951, the following medicines can no longer be supplied: Cignolin, 
ehryserobin, traumaticin, and pyoktanin, all of which are weatern pre=~ 
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